DOCKETED ITEMS     103
8503260545 Part 21 rept re K-line circuit breakers.Wires should be encased in heat shrink tubing to repair circuit breakers where auxiliary switch wires damaged & sponge rubber strip added to top of dust shield to prevent reoccurrence. KAISER,A.F. Brown 'Boveri Corp. (subs, of Brown Boveri & Co., Ltd). 85/03/19. DEYOUNG.R.C. Director's Office, Office of Inspection and Enforcement 6pp. 29516:335-29516:340.
T. Hearing transcripts on non-antitrust matters
8502280058 Board Notification 85-018:forwards transcript of 850211 meeting w/TDI Owners Group & BNWL in Bethesda.MD re Phase I program to review 16 TDI diesel components w/design or mfg concerns.
THQMPSON.H.L Division of Licensing. 85/02/22. PALLADINO, ROBERTS, ASSEL-STINE Commissioners. 4pp. 29345:056-29345:224.
8503010327 Forwards Page 26,422.11 .omitted from transcript of 841113 meeting covering crack propagation.
PENN.A I. Ace-Federal Reporters, Inc. 85/02/27. NRC - No Detailed Affiliation Given. 1 p. 29161:065-29161:066.
-8503010329 Page 26,422.1,inadvertently omitted from 841113 transcript
*  NRC - No Detailed Affiliation Given. 84/11/13. 1p. 29161:066-29161:066.
8503040351 Transcript of 850228 hearing in Bethesda.MD.Pp 3,115-3,230.
*  Atomic Safety and Licensing Board Panel. 85/02/28. 117pp. 29178:185-29178:302.
8503050440 Forwards 10 documents re low power exemption proceeding, released from safeguards info category by Commission 850202 order.
CLEMENTS.W.L Docketing & Services Branch. #185 842. 85/03/04. Docketing & Services Branch. 1p. 29208:088-29209:135.
-8503050445 Transcript of 840816 closed meeting in Bethesda.MD. Pp S-1-S-94.Pro-tective order & affidavits of nondisclosure encl.
*  Atomic Safety and Licensing Board Panel. 84/08/16. 114pp. 29208:096-29208:209.
-8503050449 Transcript of 840830 hearing in Bethesda.MD.Pp S-95-S-185. Affidavits of nondisclosure encl.
*  Atomic Safety and Licensing Board Panel. 84/08/30. 107pp. 29208:210-29208:316.
-8503050461 Transcript of 840914 hearing in Bethesda.MD.Pp S-186-S-333.
*  Atomic Safety and Licensing Board Panel. 84/09/14. 150pp. 29208:320-29209:112.
8503080356 Transcript of 850305 hearing in Hauppauge.NY. Pp 28,258-28,403.
*  Atomic Safety and Licensing Board Panel. 85/03/05. 245pp. 29276:309-29277:094.
8503120059 Transcript of 850306 hearing in Hauppauge.NY re TDI emergency diesel generators.Pp 28,404-28,583.Supporting documentation encl.
* Commissioners. 85/03/06. 240pp. 29323:108-29323:347.
8503120453 Transcript of 850307 hearing in Hauppauge.NY.Pp 28,584- 28,767.
*  Commissioners. 85/03/07. 183pp. 29313:096-29313:284.
8503120260 Transcript of 850308 hearing in Hauppauge.NY. Pp 28,768-28,862.Support-ing documentation encl.
*  Atomic Safety and Licensing Board Panel. 85/03/08. 129pp. 29319:314-29320:082.
8503120304 Transcript of PR Johnston 850308 deposition re replacement crankshaft stress dynamics.Certificate of Svc encl.Related correspondence. JOHNSTON.P.R. Failure Analysis Associates. #185 969. 85/03/08. 6pp. 29318:066-29318:071.
8503140048 Transcript of 850311 hearing in Hauppauge.NY.Pp 28,863- 28,968.Support-ing documentation encl.
*  NRC - No Detailed Affiliation Given. 85/03/11. 106pp. 29355:199-29355:311.
8503140146 Transcript of 850312 hearing in Hauppauge,NY.Pp 28,969- 29,140.
*  Atomic Safety and Licensing Board Panel. 85/03/12. 175pp. 29355:024-29355:198.
8503200428    Forwards    proposed    errata    to    transcripts    of    841022,23,24,29. 30,31,1101,02,07,08,09,13,14,15,16 & 20 hearings.Certificate of Svc encL RANGE.J.J. Hunton & Williams. #185 130. 85/03/19. BRENNER.L, MORRIS.P.A., FERGUSON.GA Atomic Safety and Licensing Board Panel. 3pp. 29430:312-29431:010.
-8503200431 Proposed errata to transcripts of 841022,23,24,29,30,31, 1101,02,07,08,09,13,14,15,16 & 20 hearings.
*  Hunton & Williams. 85/03/19. 58pp. 29430:315-29431:010.
8503250264 Order approving facility OL transcript corrections submitted 850319 by util & Suffolk County for 841020-1120.Large number of other proposed corrections have not been approved or disapproved.Served on 850322.Related correspondence. BRENNER.L Atomic Safety and Licensing Board Panel. #185 194. 85/03/21. Long island Lighting Co. 7pp. 29491:268-29491:274.
DOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2
A. Application/construction stage documents & correspondence
8503010001 Responds to FOIA request for documents between 721001 & 730901 re offshore fault at facility.Forwards program statements & work plans re USGS/AEC interagency agreement for 1969-73.
FELTON.J.M. Division of Rules and Records. 84/08/27. MENDES.S.R Scenic Shoreline Preservation Conference, Inc. 1p. 29189:203-29190:023.
8503130152 Further response to FOIA request for documents re 1977 Nuclear Svcs Corp audit of Pulrnan Power Products.piping contractor for facility.Forwards documents listed on App A. One document still undergoing review. FELTON.J.M. Division of Rules and Records. 84/09/26. REYNOLDS,! Center for Law in the Public Interest. 2pp. 29361:240-29361:259.
-8503130169 Staff requirements memo re 831103 meeting in Washington.DC concern-
ing status rept of allegations.
ULK.S. Office of the Secretary of the Commission, 83/11/22. Office of the Secretary of the Commission. 1p. 29361:259-29361:259.
8503280653 Forwards updated Unit 1 plant drawings & aperture cards. W/o drawings & aperture cards.Related correspondence. SHIFFER.J.D. Pacific Gas & Electric Co, #185 879. 84/12/21. MARTIN.J.B.,   FISH.R.,   IVEY.L.   Region   5,   Office   of   Director.  40pp.  29563:008-29563:047.
8503010052 Further response to FOIA request for documents identified on computer printouts.App C documents available in PDR.
FELTON,J.M.  Division of  Rules and  Records.  84/12/24.  KALER.RJ.  Gadsby & Hannah. 2pp. 29586:081-29586:088.
-8503010095 Board Notification 82-105:forwards info re alleged design deficiency in ASME Code Class I piping.Concern relates to all PWR & BWR plants currently under OL review.
NOVAK.T.M. Assistant Director for Licensing. 82/11/24. Atomic Safely and Licensing Board Panel. 2pp. 29586:090-29586:091.
8503140249 Forwards request for addl info on Westinghouse CD-107 for consideration of small bore piping footprint loads onto civil structures.Info requested by 840114. KNIGHTON.G.W. Licensing Branch 3. 85/01/08. SHIFFER.J.D. Pacific Gas & Electric Co. 4pp. 29375:075-29375:078.
8503140434 Advises that listed allegations closed per Diablo Canyon Allegation Review Panel 850110 meeting.
CHAFFEE.A.,  DODDS.R..  JOHNSON.A.   Region  5,   Office of  Director.  85/01/14. Region 5, Office of Director. 1p. 29378:132-29378:132.
8503050570 Forwards NRC rept re audit of piping & pipe supports conducted during wk of 850114.
KNIGHTON.G.W. Licensing Branch 3. 85/01/31. SHIFFER.J.O. Pacific Gas & Electric Co. 3pp. 29246:137-29246:145.
-8502040370 Discusses 850114-18 audit of facility pipe & pipe support design at util & Bechtel ofcs.List of participants & completion items encl. BOSNACK.RJ. Mechanical Engineering Branch. 85/01/25. KNIGHT.J.P. Division of Engineering. 6pp. 29246:140-29246:145.
8503200557 Discusses suggestions re number of matters relating to handling of allegations concerning plant to assure continued dialogue to resolve all safety issues.Belief expressed that allegation mat program procedures can resolve concerns. MIRAGLIA.FJ, Division of Licensing. 85/02/06. DEVINE.T. Government Accountability Project. 4pp. 29470:355-29470:358.
8503070448 Forwards responses to allegations identified in NRC 850117 Itr. SHIFFER.J.D. Pacific Gas & Electric Co. 85/02/22. MARTIN.J.B. Region 5, Office of Director. 187pp. 29257:222-29258:048.
8503050141 Suppls 850128 submittal re reactor vessel beltline region pressure temp NOT values.per NUREG-0737,ltem M.K.2.13. Conclusions reached in Westinghouse Owners Group Rept WCAP-10019 applicable.
SHIFFER.J.D.  Pacific  Gas  &  Electric Co.  85/02/27.  KNIGHTON.G.W.  Licensing Branch 3. 1p. 29214:001-29214:001.
8503050276 Forwards verification of dimensions used for Weldolet weld, per NRC 850225 request.Verification that branch connections comply w/ANSI B31.1-1973 will be submitted by 850308.
SHIFFER.J.D.  Pacific Gas  &  Electric Co.  85/02/27.  KNIGHTON.G.W.  Licensing Branch 3. 7pp. 29210:202-29210:208.
8503040344 Forwards table listing radiological pollution control facilities & descriptions from amend applications.Addl info re 841030 & 850123 submittals re facility pollution control & solid waste disposal sys encl.
SHIFFER.J.D.  Pacific  Gas  &  Electric Co.  85/02/28.  KNIGHTON.G.W.  Licensing Branch 3. 8pp. 29180:346-29180:353.
8503040451 Forwards addl info re subcooling margin reactor monitor design per NUREG-0737,ltem ll.F.2, "Instrumentation for Detection of Inadequate Core Cooling," supplementing utii 850131 Itr.
SHIFFER.J.D.  Pacific Gas  &  Electric Co.  85/02/28.   KNIGHTON.G.W.  Licensing Branch 3. 3pp. 29180:355-29180:357.
8503110245 Responds to NRC Allegation 1396 re supporting main structure evaluation for support loads.per NRC 850115-17 audit Cumulative effects of support loads evaluated as part of design process.Calculation files cited.
SHIFFER.J.D.  Pacific Gas  &  Electric Co. .85/03/05.  KNIGHTON.G.W.  Licensing Branch 3. 2pp. 29287:148-29287:149.
8503140244 Forwards summary of 850110 fourth & final meeting w/util in Bethesda.MD re seismic reevaluation program prior to formal submittal.
KNIGHTON.G.W. Licensing Branch 3. 85/03/06. SHIFFER.J.D, Pacific Gas & Electric Co. 7pp. 29375:079-29375:085.
8503120374 Forwards listed info in response to Allegations 389 & 390 re installation/ insp of caissons & turbine bldg pedestal anchors for installation in sandstone bedrock. SHIFFER.J.D. Pacific Gas & Electric Co. 85/03/07. KNiGHTON.G.W. Licensing Branch 3. 62pp. 29315:136-29315:197.
8503190529 Forwards marked-up NRC 841217 draft combined Tech Specs for review & comment Tech Specs incorporate proposed corrections.clarifications & revs.ltems applicable to Unit 1 only deleted.
SHIFFER.J.D.  Pacific Gas &  Electric Co. 85/03/07.  KNIGHTON.G.W.  Licensing Branch 3. 458pp. 29409:211-29410:308.
8503220078 Responds to Item 2 of 850225 request for addl info on qualification of piping branch connections.Encl contains branch connection area replacement verifications for connections in safety-related piping.
SHIFFER.J.D.  Pacific Gas & Electric Co. 85/03/08.  KNIGHTON.G.W.  Licensing Branch 3. 27pp. 29476:118-29476:144.
8503270393 Forwards description of & justification for steam line break analysis used for environ qualification of equipment.Data demonstrates conservatfveness of current analysis.
SHIFFER.J.D. Pacific Gas &  Electric Co. 85/03/08.  KNIGHTON.G.W.  Licensing Branch 3. 55pp. 29524:113-29524:168. investigation of allegations contained in "60 Minutes" broadcast on 850324 re presence & influence of organized crime at facility.Certificate of Svc encl.
